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royal tombs in Westminster Abbey to be opened and the bodies transposed, so that none might know where his own body was laid. Pepys repeated the story to one of the late Protector's chaplains, who answered, "That he believed Cromwell never had so poor a low thought in him as to trouble himself about it.*' Another rumour was that Cromwell's body was secretly conveyed away, and buried at dead of night on Naseby Field. According to a third, Cromwell's daughter, Lady Fauconberg, foreseeing changed times, had ere this removed her father's body from Westminster, and reinterred it in a vault at Newburgh Abbey, in Yorkshire. All these stories found, and find, believers, but there is no reasonable ground for doubting that it was Cromwell's body which hung on the gallows at Tyburn, or that it was duly buried in the pit beneath them. Where Connaught Square now stands, a yard or two beneath the street, trodden under foot and beaten by horsehoofs, lies the ciust of the great Protector,
